A. Yes, he would have.

Q.  Did he, you testified that Mr. Harmon did
not, did Mr. Turpin express to you, on the
afternoon of the llth, concerns that there was
a dangerous condition, as a result of the con-
dition of the roof?

A. No.

Q.  Did that area have to be fire bossed
before it was reopened?

A.     Yes, it did.

Q.     Was it fire bossed?

A.     Yes, it was.

Q.     Who was the fire boss?

A.  Dill Kendall.  He's the rank and file
pumper who portals at Mt. Morris, who fire
bossed that area that day.

Q.  Did anybody, during the rehabilitation
work, or afterwards, during the haulage, once
it was recommenced, suggest that the condi-
tions were unsafe and invoke the rights not to
work in the area?

A.  No.

Q.  Let us go back.  After the haulage was
started back up, about what time was that?

A.  Right at the four o'clock area, a few
minutes before, a few minutes after.

Q. Where was Mr. Harmon at this time?

A. At this time he was at Three North
Junction waiting for the trip to pass so he
could proceed on to Bowers Portal.

Q.  Did traffic continue through the evening
shift, to your knowledge?

A.  Yes, it did.
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